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Gerd  Ennser  Felix  Holter 

Vitantonio  Liuzzi  Walter  Jobst 


9 

03  July  2020 
17:10 


The  Stewards 


FIA  Formula  1 
World  ChampionshipTM 


# 

ROLEX 


Doc  9  Time  17:10 


NO 

DRIVER 

NAT  ENTRANT 

TIME 

LAPS 

GAP 

INT 

KM/H 

TIME  OF  DAY 

1 

44 

Lewis  HAMILTON 

mil  Mercedes-AMG  Petronas  FI  Team 

1:04.304 

42 

241.739 

15:42:04 

2 

77 

Valtteri  BOTTAS 

Mercedes-AMG  Petronas  FI  Team 

1:04.501 

37 

0.197 

0.197 

241.000 

15:34:06 

3 

11 

Sergio  PEREZ 

1*B  BWT  Racing  Point  FI  Team 

1:04.945 

48 

0.641 

0.444 

239.353 

15:33:16 

4 

5 

Sebastian  VETTEL 

Scuderia  Ferrari 

1:04.961 

48 

0.657 

0.016 

239.294 

15:34:15 

5 

3 

Daniel  RICCIARDO 

HB  Renault  DP  World  FI  Team 

1:04.972 

36 

0.668 

0.011 

239.253 

15:46:21 

6 

4 

Lando  NORRIS 

H!  McLaren  FI  Team 

1:05.087 

38 

0.783 

0.115 

238.831 

15:53:12 

7 

18 

Lance  STROLL 

1+M  BWT  Racing  Point  FI  Team 

1:05.135 

48 

0.831 

0.048 

238.655 

15:36:01 

8 

33 

Max  VERSTAPPEN 

Aston  Martin  Red  Bull  Racing 

1:05.215 

41 

0.911 

0.080 

238.362 

15:38:01 

9 

16 

Charles  LECLERC 

Scuderia  Ferrari 

1:05.298 

46 

0.994 

0.083 

238.059 

15:35:49 

10 

55 

Carlos  SAINZ 

McLaren  FI  Team 

1:05.352 

37 

1.048 

0.054 

237.862 

15:51:21 

11 

31 

Esteban  OCON 

B  B  Renault  DP  World  FI  Team 

1:05.415 

42 

1.111 

0.063 

237.633 

15:46:40 

12 

26 

Daniil  KVYAT 

Scuderia  AlphaTauri  Honda 

1:05.443 

34 

1.139 

0.028 

237.531 

15:38:52 

13 

23 

Alexander  ALBON 

^3  Aston  Martin  Red  Bull  Racing 

1:05.453 

47 

1.149 

0.010 

237.495 

15:41:44 

14 

99 

Antonio  GIOVINAZZI 

B  B  Alfa  Romeo  Racing  ORLEN 

1:05.608 

49 

1.304 

0.155 

236.934 

15:39:02 

15 

20 

Kevin  MAGNUSSEN 

E5  Haas  FI  Team 

1:05.678 

44 

1.374 

0.070 

236.681 

15:41:58 

16 

8 

Romain  GROSJEAN 

1  B  Haas  FI  Team 

1:05.908 

50 

1.604 

0.230 

235.856 

15:43:50 

17 

10 

Pierre  GASLY 

1  1  Scuderia  AlphaTauri  Honda 

1:06.016 

51 

1.712 

0.108 

235.470 

15:18:29 

18 

63 

George  RUSSELL 

mi  Williams  Racing 

1:06.125 

40 

1.821 

0.109 

235.082 

15:36:15 

19 

7 

Kimi  RAIKKONEN 

Alfa  Romeo  Racing  ORLEN 

1:06.278 

44 

1.974 

0.153 

234.539 

15:08:34 

20 

6 

Nicholas  LATIFI 

1*1  Williams  Racing 

1:07.124 

45 

2.820 

0.846 

231.583 

15:41:04 

Timekeeper: 
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